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[ime office of Naval Inteliigenzs furnished the following information to CIA for IAC 
dissemination in accordance with paragraph 3c c® “SCID #7. This report was obtained 
by DIO-3ND anc forwarded as ONL report 61-0-53/ 


le Harbor: The least depth of water over the barat low water is 60 feet, The least 
depth at safe anchorage at lcw water is 30 feet. Water at dockside is salt; the 
bottom is sand and affords gocd holding ground. Currents are negligible. The port 
can be entered safely at night, pilots ere considered to be skillful. 


Be Landing Facilities: The largest tug available is of 750 HP and is diesel-powered. 
Ite services are not considered necessary in docking and smdocking. The nearest 
salvage boat is at Rio de Janeirc. Thera are about 30 woeden esows used an lighters, 
total capacity 800 tons. There are tyvelve electric erases on the docks, six having 
@ capacity ct ik tons each, fowr having a capacity cf 2 tens each and two having a 
capacity of 5 tons eash, There 22 one stenm-powered flosting crane, capacity 6% tona. 
It has o maximum cutreach of 2% fce., ary can plumb the held cf a C-2 type ship with 
maximum freeboerd of 2b fext. Larze fengers are needed when the ship's dreft ta 
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over 2h Leet. 


3. Storage Factintuss: There are chree ccvered warehouse: with a wotal of 69,600 eq ft 
of flooe epase adjacent to Rerths No 7 and No 8. There are 69,000 su ft of 
refrigerated storage space available in the port where temperatures cf 32°7-40°F can 
be tinsntuined, There are two grain slevazors, 


he Operations and Capecity: 

number of men per gene i: 
per gang hour icading ar= 
seed; 10 tenes of soten } 
charging are as follows: 
working hours are as fellow i 
and 2600 to “LOO, Watchmen are rel 
union. 


ox supply i. available, The customary 

man aad 8B men cn the deck, The average tens 
Lio tems of oct08 tele: 12 tons of 2¢tca suster 
phate, Averag: *oms per geng hour dis- 

ef pires and ¢ tens of general cargo. Reqular 

, O78 te F130 and 13200 +c 17%); nrekt 1600 te £3090 

e and are nat affilanted with the longshor+nents 


bee 
Fe 
w- 
- 


pr Supplies and titslities: Fresh suter (an be cotained from tre dere an tne rate of 
e borers, Fued 


15-20 tons per hour, the water is pore tor arinkine ar good rr 

oll is cbtainable atan inctuliation and can be delivered un rate al 1oF bol: per 
hour. Presh vegetables, trutis, meats, nna wey oo fe : . purshased sin cmabl 
quantities 4t ulwgin prices. Bailar’ winnck be obiained. There are edequeate hospital 
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acilities and there are aoctors and dentists available, oo 

6. Repair Facilities: There are no divers or drydocks at the port; the nearest drydock on 
is a « Minor hull, engine and electrical repeirs can be made. Repairs ae 
cannot be nade to gyro compass, radio Gixegtson finder, radio Se fathoucter ras 
ead similar equipment. 
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